REINFORCED CONCRETE DAMS.
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tected from the uplift of water pressure underneath by leaving numerous "weep-holes." These holes are shown in the perspective drawing of that type of construction, Fig. 308.
The design of these dams leaves them hollow, which has the advantage
of permitting inspection of the interior. At the same time, the space can be utilized for handling flashboards, waste gates, log sluices, or movable crests from beneath safely and conveniently, and a passageway can be maintained through the interior of the structure from one side of the